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20. Renewal of service.-When service has been discontinued, the same
will be renewed under a proper application, when conditions under which
the services were suspended, are corrected, and upon the payment of all
charges provided in the schedule of rates or tariffs of the Water Company.
A consumer whose service has been discontinued at one residence or
place of business will not have the right to require service to be renewed
at another residence or place of business until all charges of the Water
Company for water furnished have been paid, and its rules and regula-
tions complied with.
Where water has been turned off for non-payment of a bill, or for any
other valid reason, it shall not be turned on again until the consumer shall
have paid a "turn on charge" of not more than $1.00. The same charge
shall be made for turning off water at the request of the consumer due
to repairs on his premises, or to reported vacation or disuse. (Filed, sec-
retary state's office-August 4, 1937.)
21. Terms of payment.-Where no deposit is required by the Water
Company minimum charges for meter rates and flat rates shall be due
and payable in advance, either monthly or quarterly at the option of the
Water Company. All meter' charges over and above minimum charges
shall be payable at the same time, for service rendered during the preced-
ing quarter or month as the case may be. Bills shall be delinquent ten
days after the day of the month the monthly or quarterly charge may be
due. (Filed, secretary state's office-August 4, 1937.)
22. Abatement and Refunds.-Abatement or refund will be made of a
portion of flat rate or minimum charges in the proportion that the period
of vacancy of the premises bears to the entire period for which payment
is due or has been made; provided, that no abatement or refund shall be
made for fractions of a month, and that consumers who take service
for a period less than six months will not be entitled to a refund or abate-
ment. (Filed, secretary state's office-August 4, 1937.)
23. General rules and regulations.-No abatement on meter bills will
be made for leaks or for water wasted by damaged fixtures.
(a) No agent or employee of the Water Company shall have authority
to bind it by any promise, agreement or representation in violation of
these rules and regulations.
(b) No person except an employee of the Water Company duly author-
ized shall take water from any fire hydrant for any purpose except for
.fire purpose or for use of the fire department in case of fire, and water
shall not be taken from a fire hydrant for sprinkling streets, flushing
gutters, or sewers, or for any purpose except the extinguishment of fires,
unless- specially permitted in writing by the Water Company for the par-
ticular time and occasion.
(c) The rate fixed in the schedule to be paid for fire hydrants con-
templates the use of a sufficient amount of water through said hydrants
for a bona fide purpose of extinguishing fires, by or under the supervi-
sion of fire department employees or officials, and does not authorize the


